ZION    E  PI  SCOPA  L  C  H  U  RC  H,  ROME.    N.  Y. 

FOUNDED   1825  PRESENT  EDIFICE  ERECTED  1850 

RECTORSSINCE  1850 

Rev,  Henry  B  Whipple  1849-56  Rev.  T.  J.  Jackson  1880-81 
Rev.  N  Barrows  1857-64       Rev.  John  H.  Egar  1881-1903 

Rev  H.  L.  M.Ciarke       1864-80       Rev.  Douglas  Matthev/s  1903 
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